Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


LIMITED OFFICIAL USE 
PAGE 01 STATE 057524 
64 

ORIGIN AF-18 

INFO OCT-01 ISO-OO SS-20 L-03 EB-11 INR-10 RSC-01 /064 R 

DRAFTED BY AF/C:HCOHEN:RJP 
APPROVED BY AF/C: HCOHEN 

047430 

R 220157Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY LIBREVILLE 


LIMITED OFFICIAL USE STATE 057524 
STADIS /////////////////////////// 


E.O. 11652: N/A 
TAGS: PFOREAIDGBUS 

SUBJECT: GRANT AGREEMENT FOR ALBERT SCHWEITZER HOSPITAL 
REF: LIBREVILLE 355 

BELIEVE NEWS OF SUCCESSFUL CONCLUSION OF GRANT AGREEMENT 
DESERVES WIDE DISTRIBUTION HERE. UNLESS EMBASSY PERCEIVES 
OBJECTION, WOULD APPRECIATE RETURN MESSAGE AUTHORIZING 
REMOVAL OF STADIS CAPTION FROM REFTEL. KISSINGER 


LIMITED OFFICIAL USE 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: Z 
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